AMENDMENT NO. 1 FEBRUARY 2016 
TO 
IS 5529 (PART 2) : 2006 IN-SITU PERMEABILITY TEST 


PART 2 TESTS IN BEDROCK 
(Second Revision) 


(Page 5, Fig. 3 B) — Substitute ‘Flow in 1/min’ for ‘Flow in l/s’. 
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